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She Guviet Hialetsy of Public Boalth, heads by Ccorcit Andireevich Miterey, is 
divided into a Personnel Office, departments of Hedical Therapeutics, Hpldeniology, 


Pharmacology, and a number _of subsections, including health resorte and workers’ 
Lt. General Bfin 2. Smirnov was appointed 


health protection. CE Coon: 
Minister of Health on 26 February 1947, replacing Miterev.) 


Each republic, krai, and oblast has a similerly-divided public health service 
under the supervision of a medical officer. 


Municipal and suburban or area Public Health Offices are set up in the seme wey - 
except that they have, in addition, e drug supply division, central end regional 
polyelinics, and. specialized hospitels, such as venererl and maternity. The 
hospital facilities and the number of medical personnel vary with the size and 
population of the erea. If medical treatmans requiring hospitalization 1s not 
avuileble within a certain area, patients are sent te the nearest city polyclinis 
er hospital. 


41,1 plants, fectories, educational institutions, and the like within Russia have 
their own clinics and physicians who administer the evwryday medical neede of 
the population, A person with a temperature of 37.3° G or more ia relieved of 
his duties and given a "napravlenie by the physiciaa, which he then tal@a te the 
appropriate polyclinic. Hospitalization 1s provided as needed in a specialized 
institution, although if a petient hae a fever but does not require continenent 
he ia given a "byulleten" and muat report to the clinic every other day until 
discharged by the physicien, In cases of emergency, physicians may be summoned. 
to the patient's home. 


Non-workers receive the aame uedical attention as productive leborers, although 
they may not attend the clinics during working hours. 


Depending upon hia seniority, 3 worker, trade union member, oF atudent, while 
incapacitated through jilness or injury, will receive fron ane to 75% of his 
usual WasaBe : 


ALL medical supplies and advice are free of charge. Howaver, if a ratient should 
visit a physician during his office hours, as @istinguished from his clinical 

hours, = fee may be charged. Also, medical supplies may be purchased at government- 
operated apothecary etores, 
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source believes many Soviet physicians are dissatisfied with a medical system 
which almost automatically assigns younger doctors to unvleasant duties in 
remote areas of liidaule asia end the Fer Hest. Furthermore,, there ere numerous 
cases of graft in mediczl cireles; and it is a master of common knowledre that 
patients with politicel influence receive preferential treatment et clinics and 
hospitals. 


document contains infrrmation affecting 


6 Espionags act.£9, 
aa, tram rset 


to an unauthorined person 4+ prehibited or 


Approved For Release 2001/03/05 : CIA-RDP82-00457R000600060005-8 


